














































































































































































































































































































































































































































































































































































































062.0 0001 0004.A 1 of 3 Commercial . Total Cara / Total Parcel 
ARLINGTON APPRAISED: 7,478,200! 7,810,700 
Map Block Lot CARD USEVALUE: 7,478,200/ _—7,810,700 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 7,478,200 ! 7,810,700 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
16|-38 DRAKE RD, ARLINGTON 970 186710.000 943,300 6,534,900 7,478,200 | 10510 
OWNERSHIP Unit #: | | | GIS Ref 
Owner 1: |ARLINGTON HOUSING AUTHORITY 
aunt = aia Total Card 4.286 943,300 6,034,900 7,478,200 Entered Lot Size GIS Ref : 
Total Parcel 4.2 1,254,2 21 4 7,810,7 
eae /30 MASS AVE = sae Market Adj = ava er sam /Card: NA a tan = — Insp Date atriot 
aio p gOr!. Land Unit Type: 05/15/00 Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |062.0-0001-0004.A 15471! USER DEFINED 
St/Prov: |MA Cniry: Own Occ: Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date ame Id # 1: 40510 
Postal: (02476 Type: 2020. 970 FV 1,253,800 21600 186,710. 6,534,900 7,810,300 _—_—_7,810,300 Year End Roll 1218/2019 |ppINT Siete 
PREVIOUS OWNER 2019 970 ~—~FV 1,280,500 22300 186,710. 6,441,500 7,744,300 7,744,300 Year End Roll 1/3/2019 SEY (fog es 
Owner 1: 2018 970 FV 1,280,500 22300 += 186,710. 4,947,800 6,250,600 6,250,600 Year End Roll 12/20/2017 Prior Id # 1. 
RSD: 2017 970 FV, — 1,280,500 -22300:-»«*186,710. 4,667,800 5,970,600 —_—5,970,600 Year End Roll 1/3/2017 V2N0/20 {20:21:35 | Brior Id #2: 
Street 4: 2016 903 FV 1,280,500 22300 186,710. 4,294,300 5,597,100 5,097,100 Year End 1/4/2016 LAST REV Prior Id #3: 
Twn/City: 2015 /903 | FV 1,315,500 22900 186,710. 4,014,300 5,352,700 5,302,700 Year End Roll 12/11/2014 Date Time Prior Id #1: 
TERY: Cntry 2014 903 FV 1,315,500 22900 186,710. 3,696,900 5,035,300 5,035,300 Year End Roll 12/16/2013 08/10/20 113:43:17 | Prior ld #2: 
BREET 2013 903 FV 1,315,500 22900 186,710. 3,696,900 5,035,300 5,035,300 12/13/2012 danam Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5471 ASR wl 
This parcel contains 186,710 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code sale Price | V_ Ist Vent Fact Dist: 
as Housing Auth with a Govt. Bldg. Building built about 1975, 9171-327 M/1/1901 Family INo No N Reval Dist: 
having primarily Brick Exterior and Square Feet, with 144 | | Year: 
Units, 144 Baths, 0 3/4 Bath, 4 HalfBaths, 576 Rooms, and LandReason: 
ered 2(OLULEE BldReason: 
OTHER ASSESSMENTS Re 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 71/2020 723 Alterati 55,000 C 4/11/2013 Info Fm Prmt EMK Ellen K 
Item | Code |Description | % | Item | Code |Description |igs;q1g 1088 Manual 30,000 C 5/15/2000 Meas/Inspect 264 PATRIOT 
Z |R6 _|APTSLOW |100 | water 9/12/2017 1184 New Wind 1,300,000 C 8/1/1983 SL 
0 Sewer 7/28/2016 1043 Manual 100,000 7/28/2016 Install 16 antenna 
n Electri 2/20/2015 167 Manual 25,000 Replace and upgrad 
Census: Exmpt 10/17/2014 1387 Manual 2,900 
Flood Haz: 9/23/2014 1245-1254 Manual 3,400 
D Topo 12/4/2012 1584 Manual 8,500 C 
Ss Street 9/7/2012 1138 Manual 8,500 C 
t Gas: 12/27/2011 1893 Re-Roof 130,624 Sj gn: / / 
LAND SECTION (First 7 lines only) re ee 
as Description awe No of Units anal tu Unit Type — Land Type Bee ae . .. Adj Neigh ba ihe Infl1 | % | Inl2 | % | Infl3 | % ae ae % pie . As Fact Use Value Notes 
970 Housing Auth 186710 Sq. Ft. Site 0 70.) 0.506 6,034,850 6,034,900 
TotabAGiblet 28623ut to test POMESASMAREE Oniy | Parcel LUC: 970 [Housing Auth Prime NB Desc: |ARLINGTON Total:| 6,534,850) | Spl Credit Total:| 6,534,900 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 























































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |50 - Govt. Bidg. Full Bath}144 | Rating: Average 
Sty Ht:|7  - 7 Story A Bath: Rating: 
(Liv) Units: |144 Total:/153 3/4 Bath: Rating: 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame: |2 - Steel 1/2 Bath: |4 Rating: | Average 
Prime Wall: |7 - Brick A HBth: Rating: 
Sec Wall: | [%|_OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 4 - Flat OTHER FEATURES 1st Res Grid | Desc: Line 1 # Units: |1 
Roof Cover: |4 - Tar & Gravel Kits:|144 | Rating: |Average Level |FY LR/DR| D|K|FR|RR BR|FB|HB)L| O 
Color: |RED A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION : g: ie 
BRC - Average CONDO INFORMATION noes 
Year Bit:/1975_|_Eff Yr Blt oe Totals | RMs:|57 [BRs:|14 [Baths:|14 | HB|4_| 
Alt LUC: Alt %: Total Units: 
Jurisdict:|G12 Fact:|. ae REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: EC 7 Interior: 144 4 { 
DEPRECIATION maaTione: 
INTERIOR INFORMATION Phys Cond: |AV_ - Average 35.|% | Kitchen: 
Avg Ht/FL: |10 eres 0 ; 
Functional: % Baths: 
Prim Int Wall |2  - Plaster ae 0 
Economic: /s | Plumbina: 
Sec Int Wall: | % ae 0 g: 
7m : Special: / | Electric: 
Partition: |T - Typical a. 0 Totals 
Fae i esac Override: Yo Heating: 
rim Floors: |4 - Carpe 
acne ; TT calc su 35|%) General: a SUB AREA SUB AREA DETAIL 
Code Description Area-SQ Rate - AV Undepr Value Sub % . % 
Bsmnt Flr:|12 - Concrete Basic $/ SQ: 180.00 COMPARABLE SALES P P Lean Descrip ies Qu |#Ten 
Subfloor: Size Adj. |1.00000000 Rate Parcel ID Typ Date Sale Price | 
Seni Cel | Const Adj.: |1.01787829 
Elecinic: 3. Typical Adj $ / SQ: 181.430 
Insulation: |2 _ - Typical Other Features: |1451200 
Intvs Ext|S Grade Factor: |1.00 
Beene = aA NBHD Inf:|1.00000000 
eat Type: - Force ir . ; 
# Heat Sys: * i ee TT, WiAvs/SQ: AvRate: Ind.Val Net Sketched Area: Total:| 
7 Heated: |100 % AC: Adj Total: /1451200 Juris. Factor: |1.00 Before Depr: |81.43 size Ad | Gross Are FinArea 
Solar HW: |NO_ | Central Vac: |NO Depreciation: |507920 Special Features: |0 Val/Su Net: IMAGE 
% Com Wall % Sprinkled: |100 Depreciated Total: [943280 Final Total: [943300 Val/Su SzAd a Assess ‘Pro Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial # Year: Color: a . 
SPEC FEATURES/YARD ITEMS PARCEL ID 062.0-0001-0004.A 














Code Description A Y/S Qty Size/Dim Qual Con Year Unit Price D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 














Sample output to test PDF Combine only 


More: |N Total Yard Items: Total Special Featues: Total: 



























































































































































































































































































































































































































































































































































































































































062.0 0001 0004.A y) of 3 Commercial . Total Cara / Total Parcel 
ARLINGTON APPRAISED: 28,/00/ 7,810,700 
Map Block Lot CARD USE VALUE: 28,700/ 7,810,700 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 28,/00/ 7,810,700 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
16|-38 DRAKE RD, ARLINGTON 903 0.000 7,100 21,600 28,700! 40510 
OWNERSHIP Unit #: | | | GIS Ref 
Owner 1: [ARLINGTON HOUSING AUTHORITY 
aunt = SiR Total Card 0.000 7,100 21,600 28,700 Entered Lot Size SIS RE 
Total Parcel 4.286 1,254,200 21,600 6,034,900 7,810,700 (air : 
eee '90 MASS AVE = sae Market Adj Cost Total Value per SQ unit /Card: |N/A /Parcel:|1,877 = —_ Insp Date ‘LOE 
Street 2: aor: Land Unit Type: 05/15/00 Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |062.0-0001-0004.A 15471! USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date ame Id # 1:|40510 
Postal: |02476 Type: PRINT Prior Id #2: 
Prior Id # 3: 
Owner 1: Prior Id # 1: 
Owner 2: 
| LAST REV Prior Id #3: 
Street 1: Dat Ti 
Twn/City: ate ime Prior ld #1: 
St/Prov: Cntry: 07/16/08 |09:24:31 | Prior Id #2: 
Postal: bobr Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5A74 ASR Map: 
This parcel contains 186,710 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Housing Auth with a Garage Building built about 1975, Reval Dist: 
having primarily Brick Exterior and Square Feet, with 1 Unit, 0 Year: 
Bath, 0 3/4 Bath, 0 HalfBath, 0 Rooms, and 0 Bdrm. landReason: 
OTHER ASSESSMENTS alu istaesll 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS = 5/15/2000 Meas/Inspect 264 PATRIOT 
Item | Code | Description % | Item | Code | Description 
Z |R6 APTS LOW 100 | water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: /| / 
. Ign: 
LAND SECTION (First 7 lines only) g —'—'!— 
Use ak C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Gade Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Gines 1 eh Nea Fact Use Value Notes 
903 Municipal 0 0 Sq. Ft. Site 0 0. 0.006 
TotabAGiiAle) 20009ut to test BotatSFySMalsine only Parcel LUC: |970 |Housing Auth Prime NB Desc: |ARLINGTON Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 
























































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: /30 - Garage Full Bath Rating: 1975. 
Sty Ht:|1 - 1 Story A Bath: Rating: 
(Liv) Units: |1 Total:/153 3/4 Bath: Rating: 
Foundation: |6 - Slab A 3QBth Rating: 
Frame:|1 - Wood 1/2 Bath: Rating: 
Prime Wall: |7  - Brick A HBth: Rating: 
Sec Wall: | [%|_OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES 1st Res Grid | Desc:|Line 1 # Units: 
Roof Cover:|1 - Asphalt Shgl Kits: | 1 Rating: |Average Level |FY LR DR D K FRRRBRFBHBL_ O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION WSFlue:| _| Rating: — 
Grade:|A - Very Good CONDO INFORMATION iene 

Year Bit:/1975 | Eff Yr Blt ee Totals | RMs:|0 [BRs:|0 [Baths:| [HB] 

Alt LUC: Alt %: Total Units: 

Jurisdict: Fact:|. : Floor: REMODELING RES BREAKDOWN 

Const Mod: / Own: Exterior: NoUnit RMS BRS FL 

Lump Sum Adj: DEPRECIATION Interior: 
INTERIOR INFORMATION Phys Cond:|AV - Average | 35% sgqapa 
Avg HUFL: /10 Functional: % 
Prim Int Wall |2  - Plaster ere -__Baths: 
conomic: % Plumbing: 

Sec Int Wall: | % Special: of J: 

Partition: |T - Typical Override: 9%, alains Totals 

Prim Floors: 12 - Concrete 0 Heating: 

Sec Floors 1% cate sumMARY— 35|% |” General: : SUBAREA SUB AREA DETAIL 
aeorare See 00 COMPARABLE SALES Code Description Area-SQ_ Rate-AV —_ Undepr Value ee neSche ae Qu #Ten 
Subfloor: Size Adj. /1.00000000 Rate Parcel ID Typ Date Sale Price 

Bsmnt Gar: Const Adj: /0.97806138 

Electric: |3  - Typical Adj $ / SQ: |41.079 

Insulation: |2_- Typical Other Features: |6200 
Int vs Ext: |S Grade Factor: |1.77 

anes 5 = Gane NBHD Inf: |1.00000000 
eat Type: - Radiant Elec ; 

# Heat ae { ne ee 6 WiAvs/SQ: AvRate: Ind.Val | Net Sketched Area: Total: 

% Heated: |100 % AC: Adj Total: 10974 Juris. Factor: |1.00 Before Depr: |72.71 size Ad | Gross Are FinArea 

Solar HW: |NO Central Vac: |NO Depreciation: |3841 Special Fealures: 0 Val/Su Net: IMAGE 

% Com Wall % Sprinkled: |100 Depreciated Total: |7133 Final Total: |7100 Val/Su SzAd AssessPro Patriot es ee 

MOBILE HOME | Make: Model: Serial #: Year: Color: > a 
SPEC FEATURES/YARD ITEMS PARCEL ID (062.0-0001-0004.A 
Code Description A Y/S Qty Size/Dim Qual Con Year Unit Price D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
3 Garage D Y 1 32X56 A GD 1975 1640T 264 903 21,600 21,600 
Sample output to test PDF Combine only 
More: |N Total Yard Items: 21,600 Total Special Featues: Total: 21,600 






























































































































































































































































































































































































































































































































































































































































: Total Card /  Jotal Parcel 
062.0 0001 0004.A 3 0f 3 Commercial ee _ 
ARLINGTON APPRAISED: 303,800 / 7,810,700 
Map Block Lot CARD USE VALUE: 303,800/ 7,810,700 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 303,800/ 7,810,700 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
16/-38 DRAKE RD, ARLINGTON 903 0.000 303,800 303,800 | 40510 
OWNERSHIP Unit | | | GIS Ref 
Owner 1: [ARLINGTON HOUSING AUTHORITY 
aunt = sie Total Card 0.000 303,800 303,800 a aaicnene GIS Ref 
Total Parcel 4.286 1,254,200 21,600 6,034,900 7,810,700 (air : 
eee '90 MASS AVE = sae Market Adj Cost Total Value per SQ unit /Card: |73.03 /Parcel:|1,877 = —_ Insp Date ‘t0t 
Street 2: P hie aor: Land Unit Type: 05/15/00 Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |062.0-0001-0004.A 154711 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date ame Id # 1:|40510 
Postal: |02476 Type: PRINT Prior Id #2: 
Prior Id # 3: 
Owner 1: Prior Id # 1: 
Owner 2: 
| LAST REV Prior Id #3: 
Street 1: Dat Ti 
Twn/City: ate Ime Prior ld #1: 
St/Prov: Cntry: 07/21/17 |09:57:58 | Prior Id #2: 
Postal: danam Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5A74 ASR Map: 
This parcel contains 186,710 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Housing Auth with a Govt. Bldg. Building built about 1960, Reval Dist: 
having primarily Brick Exterior and 4160 Square Feet, with 8 Year: 
Units, 8 Baths, 0 3/4 Bath, 0 HalfBath, 32 Rooms, and 8 “anuleleaaen. 
Bdrms. BldReason: 
OTHER ASSESSMENTS Lee 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode  F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ___ [6/28/2018 764 Redo Kit 5,000 5/15/2000 Meas/inspect 264 PATRIOT 
Item | Code | Description % | Item | Code |Description ||gi9/0917 762 Redo Kit 5,000 C 
Z \R6|APTSLOW |100 | water 6/28/2017 763 Redo Kit 5,000 C 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: /| / 
. Ign: 
LAND SECTION (First 7 lines only) g —'—! 
Use ak C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Gade Description Fact No of Units PriceUnits Unit Type — Land Type Factor) Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Cee ete tects Fact Use Value Notes 
903 Municipal 0 0 Sq. Ft. Site 0 0. 0.006 
TotabAGiiAle) 20009ut to test BotatSFySMalsine only Parcel LUC: |970 |Housing Auth Prime NB Desc: |ARLINGTON Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 


















































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: [50 - Govt. Bldg. Full Bath|8 Rating: |Average 1975. 
Sty Ht:|2  - 2 Story A Bath: Rating: 
(Liv) Units: /8 Total:/153 3/4 Bath: Rating: 
Foundation: |6 - Slab A 3QBth Rating: 
Frame: |2  - Steel 1/2 Bath: Rating: 
Prime Wall: |7  - Brick A HBth: Rating: 
Sec Wall: %| OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct:|1. - Gable OTHER FEATURES 1st Res Grid | Desc:|Line 1 # Units: |8 
Roof Cover:|1 - Asphalt Shgl Kits:|8 Rating: |Average Level |FY LR DR D K FRRRBRFBHBL_ O 
Color: |RED A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION 7 g: Rr 
BMC - Average CONDO INFORMATION 
Year Bit:|1960_ | Eff Yr Bit: eae) Totals | RMs:|32 [BRs:|8 |Baths:|8 | HB) | 
Alt LUC: Alt %: Teel Gale: 
Jurisdict: Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: EC 7 Interior: 8 P { 
DEPRECIATION maaTione: 
INTERIOR INFORMATION Phys Cond: |AV_ - Average 35.|% | Kitchen: 
Avg Ht/FL: |10 eres 0 ; 
Functional: % Baths: 
Prim Int Wall |2  - Plaster e ae 0 
conomic: 1 Plumbing: 
Sec Int Wall: % ae 0 as 
7m : Special: / | Electric: 
Partition: |T - Typical a. 0 Totals 
Fae i esac Override: Yo Heating: 
rim Floors: |4  - Carpe 
SaaS ; ; pie SUMMER 35}% | General: | SUB AREA SUB AREA DETAIL 
Code Description Area-SQ Rate - AV Undepr Value Sub % % 
esiMibial Basic $ / SQ: |80.00 COMPARABLE SALES | FFL First Floor 2080 84.720 TPA Gee Wan] Oe Tees | 
SUDO Size Adj.:|1.04038465 Rate Parcel ID Typ Date Sale Price SFL Gasond Floor 2.080 84.720 176.215 
2S Ge | Const Adj.:|1.01787829 OFP Open Porch 1,984 17.640 35,001 
Elecinic: 3 Typical Adj $/ SQ:|84.719 
Insulation: |2 _ - Typical Other Features: |80000 
Int vs Ext: /S Grade Factor: |1.00 
na ; as aa NBHD Inf: /1.00000000 
eat Type: |3  - Force ; 
ECA; NEA Mee: WiAvS/SQ: AvRate: Ind. Val Net Sketched Area: [6,144 Tota] 367,431 
Ue LUC Factor: |1.00 : 1160 
% Heated: |400 AC: Adj Total: 467431 Juris. Factor: |1.00 Before Depr: [84.72 SHDN | Gross Are 6144 Eases a 
Solar HW: |NO Central Vac: |NO Depreciation: |163601 Special Features: |0 Val/Su Net: |49.45 . ; 
% Com Wall % Sprinkled: |0 Depreciated Total: [303830 Final Total: |303800 Val/Su SzAd |73.03 —— AssessPro ut a ans - 
MOBILE HOME | Make: Model: Serial #: Year: Color: ere” | sania gate — : 
SPEC FEATURES/YARD ITEMS PARCEL ID 062.0-0001-0004.A tage 
Code Description A Y/S Qty Size/Dim Qual Con Year Unit Price D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 





















































